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UNCLASSIFIED 

PAGE 01 ZAGREB 00972 300034Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO /013 W 

037827 301701Z/43 

R 281221Z SEP 78 
FM AMCONSUL ZAGREB 
TO SECSTATE WASHDC 5541 
INFO AMEMBASSY BELGRADE 

UNCLAS ZAGREB 972 

EUR/EE JOHNSON FROM GROBEL 

E.O. 11652: N/A 

TAGS: OGEN, YO 

SUBJECT: OFFICIAL-INFORMAL 


Message Text 


1 . 1 HAVE BEEN ASKED BY SLOVENIAN SECRETARY FOR INTERNATIONAL 
AFFAIRS (OSOLNIK) ABOUT CURRENT U.S. METHODS FOR FIRE PROTECTION 
IN THEATERS. SPECIFICALLY, DO MOST U.S. FIRE CODES REQUIRE 
THAT IT BE POSSIBLE IN THEATERS AND CONCERT HALLS TO ISOLATE 
THE AUDITORIUM FROM THE STAGE BY A FIREPROOF IRON CURTAIN? 

IF NOT, WHAT ARE THE TYPICAL REQUIREMENTS? DOES KENNEDY CENTER 
USE A FIREPROOF IRON CURTAIN OR OTHER TYPE FIREPROOF CURTAIN 
IN ITS THEATERS? 


2. SLOVENIAN GOVERNMENT IS INTERESTED IN THIS QUESTION BECAUSE 
A NEW CULTURAL CENTER IS UNDER CONSTRUCTION IN LJUBLJANA AND 
ARCHITECTS/DESIGNERS HAVE NOT YET RESOLVED THIS ISSUE. I 
WOULD APPRECIATE IT IF YOU COULD CHECK WITH KENNEDY CENTER 
AND FIND OUT HOW THEY HAVE HANDLED THIS MATTER. GROBEL 


UNCLASSIFIED 
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